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WHEN  ELECTRIC  BILLS  WERE  "LIGHT  BILLS” 

Back  in  i  91  ^,the  domestic  electric  bill  was  mainly 
a  “light  bill.”  Housewives  by  the  millions  were 
still  using  the  old-fashioned,  stove-heated  sad¬ 
iron  and  the  corrugated  scrubboard.  Brooms  and 
carpet  sweepers  were  generally  among  the  first  items 
of  housekeeping  equipment. 

Then  something  happened.  Hardly  a  national  magazine 
went  on  the  newstand  that  did  not  contain  a  full-page 
forceful  message  from  (jeneral  Electric  to  the  house¬ 
wives  of  .America  like  this:  “.Any  woman  Vuho  iroyis^ 
or  ii'ds/it'Sy  or  sweeps  h\  hayid  is  doing  work  that  electrici¬ 
ty  can  do  for  a  few  cents  an  hour.”  h'or  seven  years,  in 
farm  and  city  home  alike,  these  printed  salesmen — 
developers  of  an  “electrical  consciousness”  -  carried  on, 
to  the  startling  total  of  1,400,000,000  full-page  mes¬ 
sages!  Just  about  100  messages  for  each  domestic 
customer. 


96-283 

ELECTRIC 


GENERAL 


We  invite  you  to  make  your  own  estimate  of  the  value 
of  this  advertising — the  only  educational  load-building 
campaign  on  a  national  scale  during  this  period— m 
helping  you  gain  new  customers  and  increase  the  use 
of  electricity,  so  that  electric  bills  are  no  longer  just 
“light  bills.” 

With  General  Electric,  this  educational  load-building 
work  has  been,  and  is  today,  a  continuing  essential 
service.  General  E.lectric’s  co-operation  with  Better 
Eight  Better  Sight  and  the  promotion  of  the  all-elec¬ 
tric  kitchen  and  of  its  Xew  .American  Home  mean 
more  kilowatt-hours  and  more  domestic  rev^enue  for 
your  company. 

This  promotion — a  small  part  of  General  Electrics 
comprehensive  load-building  work-  is  but  one  of  the 
many  “extra”  services  that  come  from  the  placing  of 
your  orders  with  (leneral  Electric. 


I 


1 

e 

t 

2 

il 

ir 

n 

)r 

's 

le 

[)t 


[KdRKM  WORLD 


Volume  106  ♦  JUNE  13,  1936  >  Number  24 


P.W.A.  Loans  Are  Upheld  by 
District  of  Columbia  Court 


Chief  Justice  Alfred  A.  Wlieat  in  Dis¬ 
trict  of  Columbia  Supreme  Court  upheld, 
last  week,  the  program  of  the  Public 
Works  Administration  of  loaning  and 
donating  funds  to  municipalities  for  the 
purpose  of  constructing  competing  elec¬ 
tric  plants,  by  dismissing  seven  suits 
brought  by  Oklahoma  Utilities  Company, 
Texas  Utilities  Company,  Iowa  City 
Light  and  Power  Company,  and  Alabama 
Power  Company. 

Attorneys  for  the  ulilities  announced 
that  they  would  file  appeals  in  the  Dis¬ 
trict  Court  of  Appeals  and,  accordingly, 
it  is  probable  that  the  case  will  come 
before  the  Supreme  Court  in  efforts  to 
test  the  constitutionality  of  the  $200,000,- 
000  program. 

The  four  companies  bringing  suit  are 
attempting  to  restrain  Administrator 
Ickes  from  allocating  nearly  $500,000  to 
eleven  towns  in  Texas,  Oklahoma,  Iowa, 
and  Alabama  under  a  plan  whereby 
the  town  borrows  from  55  to  70  per  cent 
of  the  cost  of  the  plant  from  the  P.W.A. 
under  a  long-term  loan  arrangement,  and 
the  balance  of  the  money  necessary  is 
donated  by  P.W.A.  from  government 
funds. 

"The  object  of  the  suits,”  the  decision 
states,  “is  to  enjoin  the  defendants  from 
furnishing  money  to  the  respective  com¬ 
munities  for  the  purpose  of  enabling 
them  to  construct  municipal  electric 
plants,  which,  if  constructed,  will  come 
into  direct  competition  with  those  of 
plaintiffs.  .  .  . 

“In  no  case  does  the  plaintiff  (public 
utility  company)  have  an  exclusive 
franchise.  In  each  case,  it  is  subject  to 
regulation  by  the  appropriate  local 
authority.  In  each  case  the  plaintiff  has 
a  substantial  investment  in  its  plant,  and 


is  furnishing  satisfactory  service  and  if 
subject  to  the  competition  which  will  re¬ 
sult  from  a  municipally  owned  plant,  it 
will,  beyond  question,  suffer  serious  dam¬ 
age  and  in  some  cases  its  business  will 
be  destroyed.” 

Nevertheless,  the  court  handed  down 
three  decisions  in  this  case:  1 — that  the 
companies  had  a  right  to  sue  in  this 
case;  2 — Title  II  of  the  National  Indus¬ 
trial  Recovery  Act  and  the  1935  Emer¬ 
gency  Relief  Appropriations  Act  are 
valid  statutory  provisions;  3 — Adminis¬ 
trator  Ickes  acted  within  the  authority  of 
the  act  and  his  administrative  interpreta¬ 
tion  of  the  provisions  of  the  act  relating 
to  a  comprehensive  program  of  public 
works  “was  a  reasonable,  practical  and 
substantial  compliance  with  the  act.” 

The  chief  justice  pointed  out  that  it 
was  not  argued  by  the  companies  “that 
the  relief  of  unemployment  in  an  uncon¬ 
stitutional  use  of  funds  of  the  United 
States”  and  cited  a  number  of  recent 
cases  to  support  the  court’s  position. 
The  act  of  1933,  the  decision  said,  had 
been  upheld  by  the  United  States  Circuit 
Court  of  Appeals  in  the  Greenwood 
County-Duke  Power  case,  and  again  by 
the  Circuit  Court  of  Appeals  for  the 
Tenth  District  in  the  case  of  Kansas  Gas 
and  Electric-City  of  Independence. 

The  Township  of  Franklin  versus  Tug- 
well  decided  less  than  a  month  ago,  de¬ 
claring  the  housing  provisions  of  the 
Emergency  Relief  Appropriation  Act  of 
1935  to  be  unconstitutional  was  not  bind¬ 
ing  here  in  the  opinion  of  the  court  be¬ 
cause  “the  only  class  of  project  consid¬ 
ered  was  housing.” 

Asked  to  comment  upon  the  decision 
in  some  utility  legal  circles,  it  was  the 
opinion  that  inasmuch  as  the  court  had 


taken  judicial  notice  of  the  destruction 
of  public  utility  companies  resulting 
from  P.W.A.  activities,  it  could  scarcely 
afford  to  dismiss  the  case  by  leaving  all 
discretionary  power  to  the  President  and 
his  agents. 

The  recent  St.  Joseph  Stockyards  Com¬ 
pany  decision  of  the  Supreme  Court  held, 
they  said,  that  legislative  powers  must  be 
reviewed  to  determine  whether  the  pow¬ 
ers  sought  to  be  exercised  are  within  the 
legislative  sphere. 

A  court  will  not  interfere  with  legis¬ 
lative  powers  exercised  within  a  proper 
sphere  of  authority,  but  this  condition 
must  be  weighed  to  determine  whether 
confiscation  of  property  may  result,  they 
said. 

• 

Landoii  Views 
on  Power  Questions 

“I  do  not  believe  that  America  has 
come  to  the  end  of  the  road  of  individual 
opportunity”  Governor  Alf.  M.  Landon 
this  week  told  the  graduates  of  Kansas 
University.  “I  see  the  road  ahead  for 
you,  and  for  those  who  will  come  after 
you.  stretching  upward  but  always  on¬ 
ward  toward  the  goal  of  America’s  des¬ 
tiny. 

“We.  the  people”,  he  said,  “must  over¬ 
throw  the  tyranny  of  monopoly  and  eco¬ 
nomic  dictatorship  in  all  fields  of  honor¬ 
able  endeavor  if  we  are  to  escape  the 
shackles  of  bureaucracy  in  governmental 
life. 

“And  only  by  overthrowing  the  one 
and  resisting  the  other  shall  we  be  able 
to  open  again  and  keep  open  the  gate 
of  equal  opportunity  now  and  in  the 
years  to  come.” 

Four  years  ago,  the  same  ability  to 
view  both  sides  of  a  public  question  ap¬ 
peared  in  gubernatorial  candidate  Lan- 
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southern  and  from  the  east  to  the  west. 

The  company,  according  to  its  peti¬ 
tion,  proposes  to  borrow  from  the  Ratal 
Electrification  Administration  as  much  of 
$100,000  as  will  be  necessary  to  con¬ 
struct  the  system  and  evidence  its  obliga¬ 
tion  by  its  promissory  note  with  interest 
at  3  per  cent,  liquidating  the  principal 
amount  of  the  loan  at  the  end  of  20 
years.  It  plans  to  secure  payment  of  the 
note  and  interest  by  the  execution  of  a 
mortgage  or  deed  of  trust  on  the  trans¬ 
mission  lines  and  other  property  and  fa¬ 
cilities  purchased  or  constructed  with 
the  borrowed  funds.  As  a  part  of  the 
petition  the  company  has  filed  a  letter 
from  Morris  L.  Cooke,  administrator  of 
the  R.E.A.,  stating  that  the  Examining 
Divisions  have  approved  an  application 
of  the  company  for  a  loan  of  $90,000 
for  the  project.  Sufficient  working  capi¬ 
tal  by  means  of  a  membership  fee  of  $10 
payable  by  each  member  is  proposed. 

As  a  part  of  the  petition  the  new  com¬ 
pany  also  asks  the  Public  Service  Com¬ 
mission  to  rescind  authority  it  has 
granted  to  the  Maryland  Light  &  Power 
Company  to  construct  lines  from  Prince 
Frederick  to  Holland  Point  and  from 
Prince  Frederick  to  Dares  Beach,  totaling 
about  10  miles.  To  permit  these  lines,  the 
petition  claims,  will  have  the  effect  of 
dividing  the  territory  the  new  company 
proposes  to  serve,  would  cause  duplication 
of  facilities  and  each  company  would  lose 
customers  to  the  other  unless  the  rates 
of  one  were  substantially  less  than  those 
of  the  other.  The  new  company,  which 
has  headquarters  in  Prince  Frederick, 
plans  to  distribute  electrical  energy  to 
members  and  others  adjacent  to  its  lines. 

Preliminary  to  negotiations  with  the 
R.E.A.,  the  petition  says,  numerous  ef¬ 
forts  were  made  to  secure  the  line  exten¬ 
sions  to  various  of  the  communities  to  be 


don’s  statement:  “^^e  reassert  our  be¬ 
lief  in  strict  careful  and  intelligent  su¬ 
pervision  and  regulation  of  all  public 
utilities  in  fairness  both  to  them  and  to 
the  public.” 

In  a  message  to  the  Kansas  Legisla¬ 
ture  in  January,  1933,  Governor  Landon 
said:  “Modern  conveniences  and  mod¬ 
ern  living  have  added  complications  to 
the  part  the  state  must  play  in  super¬ 
vising  and  regulating  certain  private  en¬ 
terprises. 

“Next  to  taxes,  which  are  levied  for 


the  purpose  of  meeting  the  expenses  of 
government,  the  rates  paid  by  consumers 
for  the  services  rendered  by  the  public 
service  corporations  deeply  concern  such 
patrons  and  should  receive  the  careful 
attention  of  the  state. 

“We  should  give  consideration  to  pro¬ 
posals  that  will  strengthen  the  Public 
Service  Commission  for  aggressive  action 
to  insure  just  treatment  alike  for  the 
public  utility  operators  and  the  citizens 
of  Kansas  who  pay  for  the  service.” 

Such  are  the  nominee’s  statements. 


Jo  C.  Guild,  Tennessee  Electric  Power;  C.  E.  Patterson  and  J.  S.  Morgan 
of  Frigidaire  at  E.E.l.  Convention 


First  Co-operative 
Formed  in  Maryland 

Group  seeks  authority  to  buy  and  sell 
power  in  Calvert  County  —  70  miles  of 
transmission  lines  planned. 


after  the  Commission  signs  the  necessary 
final  order.  The  proposed  lines  will 
cover  a  large  section  of  the  county,  from 
the  northern  boundary  almost  to  the 


With  the  filing  of  a  petition  with  the 
Maryland  Public  Service  Commission, 
seeking  permission  to  construct  about  70 
miles  of  transmission  lines  in  Calvert 
County,  organization  of  the  first  co-opera¬ 
tive  public  utility  group  in  the  state  has 
been  revealed.  The  new  organization  is 
the  Consumers’  Cooperative  Company. 
The  County  Commissioners  of  Calvert 
County  have  granted  the  new  company 
a  franchise  and  right  to  construct  the 
lines  over  public  roads  and  other  public 
property.  The  petition  filed  with  the 
commission  is  for  permission  to  exercise 
the  franchise.  A  public  hearing  will  be 
held  on  the  application  at  the  Public 
Service  Commissi«)n’s  offices  in  Balti¬ 
more  on  June  23. 

In  the  petition  filed  with  the  Commis¬ 
sion  the  company  agrees  to  exercise  its 
rights  and  franchises  within  90  days 


H.  T.  Sealy  and  A.  K.  Hillemayer,  Mississippi  River  Power 
Philadelphia  Electric  at  St.  Louis 
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served  by  the  new  company  and,  after 
refusal  by  the  utility  companies  serving 
Calvert  County  to  make  extensions  on 
tertn>  satisfactory  to  the  communities, 
steps  were  taken  to  organize  the  com¬ 
pany  and  negotiate  a  loan  from  the 

R.E.A. 

• 


S.E.C.  Announces  New  Rules 
for  Accounting,  Securities  Data 

Objections  of  accountants  disregarded  by  imposition  of  rigid  forms  of 
accounting — Security  rules  are  simplified 


Wisconsin  Discusses 
Power  Exchange 

At  a  meeting  of  Wisconsin  utility  rep¬ 
resentatives  held  last  week  in  Madison,  it 
was  agreed  to  name  a  committee  to  make 
a  survey  of  generating  facilities  in  co- 
operatiitn  wiUi  the  Wisconsin  Public 
Service  Commission  with  a  view  toward 
co-ordinating  power  facilities.  Fred  S. 
Hunt,  state  public  service  commissioner, 
declared  that  coordination  between  utili¬ 
ties  was  necessary  to  conserve  water 
power  facilities. 

Steps  listed  by  George  P.  Steinmetz, 
j  chief  engineer  of  the  commission,  as 
i  being  necessary  of  investigation  hy  the 
j  committee,  included  arrangements  among 
I  companies  for  an  exchange  of  power,  co- 
I  ordination  of  hydro  and  steam  genera- 
I  tion  (»f  electricity,  determination  of  the 
i  best  places  to  establish  power  plants  to 
give  the  best  service,  how  far  electric 
current  can  be  transmitted  and  where 
inter-connection  can  be  made  by  com- 
I  panics.  Some  thirty  representatives  of 
I  utilities  attended  the  hearing. 


New  rules  relating  to  uniform  account¬ 
ing  methods  and  relating  to  acquisition 
retirement  or  redemption  of  securities 
have  been  announced  by  the  Securities 
and  Exchange  Commission. 

The  uniform  system  of  accounts  for 
mutual  service  companies  and  subsidiary 
companies  of  holding  company  systems 
which  registered  under  the  Public  Utility 
Act  of  1935  is  to  be  made  effective  on 
August  1st,  1936.  It  is  designed  pri¬ 
marily  for  companies  which  are  governed 
by  the  Act  and  required,  thereby,  to  fur¬ 
nish  service  to  associated  companies  at 
cost.  In  addition,  profits  on  transactions 
with  non-associate  companies  will  also  be 
included  in  the  new  uniform  system  to 
the  extent  permitted  hy  the  Commis¬ 
sion’s  rules.  The  commission  states  that 
its  system  will  not  be  applicable  to  com¬ 
panies  which  are  primarily  operating 
companies  or  which  perform  merely  in¬ 
cidental  services  for  other  companies. 

Specifically,  the  new  system  is  intended 
to  apply  to:  any  company  operating,  or 
organized  to  operate  as  a  mutual  service 
company  under  Section  13  of  the  act;  to 
any  subsidiary  company  whose  organiza¬ 
tion  and  conduct  of  business  the  com¬ 
mission  has  found  sufficient  to  meet  the 
requirements  of  section  13(b)  of  the 


act,  with  respect  to  the  performance  of 
services  or  construction  work  for,  or  the 
sale  of  goods  to,  associate  companies. 

Rules  for  Securities 

New  rules  regarding  acquisition,  re¬ 
tirement  or  redemption  of  securities  by 
holding  companies  registered  under  the 
1935  Act,  and  hy  their  subsidiaries  be¬ 
came  effective  last  Monday  and  replace 
the  commission’s  previous  “Rule  9C-1.” 
The  rules  repeat  with  minor  changes 
several  provisions  of  the  old  rule  and 
permit  acquisitions  in  a  number  of  addi¬ 
tional  instances.  Under  some  circum¬ 
stances,  acquisitions  pursuant  to  plans 
of  reorganization  are  also  exempted, 
where  the  acquisition  of  a  new  subsid¬ 
iary  is  not  involved  or  where  the  pro¬ 
posed  acquisition  is  part  of  a  reorgan¬ 
ization  plan  already  approved  by  the 
commission. 

Finally,  rule  JB-4  has  been  broadened 
so  that  information  may  he  incorporated 
by  reference  in  reports  made  under  the 
Securities  Exchange  Act  of  1934  to  cover 
data  filed  by  a  corporation  under  the 
Public  Utility  Act  as  well  as  under  the 
Securities  Act  of  1933. 

The  previous  rules  had  included  only 
the  Securities  Act  of  1933. 


Penguin  Pete  Leads 

Los  Angeles  Modernization 

Penguin  Pete  symbol  of  cool  kitchens 
is  leading  the  kitchen  modernization  cam¬ 
paign  now  under  way  in  Southern  Cali¬ 
fornia  Edison  Company’s  territory. 

The  full  complement  of  newspaper 
advertising,  bill-board  displays,  radio 
broadcasts,  dealer  helps  and  350,000  cus¬ 
tomer  mailings  per  month  will  assist 
the  300  salesmen  who  will  win  “prize 
mystery  trips”  in  Mexican  waters  south 
of  San  Diego. 

Mass.  Companies 
Face  Unusual  Policy 

Public  utilities  in  the  Commonwealth 
of  Massachusetts  which  have  dwelt  for 
many  years  at  peace  with  the  Department 
of  Public  Utilities  now  are  facing  the 
fare  problem  of  a  Department  chairman 
oager  for  litigation. 

Under  former  chairman  Henry  P. 
Attwill,  Massachusetts  had  enjoyed  low 
olectric  rates  established  on  prudent  rate 


bases  which  were  unscathed  by  the  “high 
finance  era”  in  sporadic  scattered  utility 
promotions. 

“There  is  plenty  of  opportunity  for 
reduction  in  rates  in  this  Common¬ 
wealth,”  the  new  D.  P.  U.  Chairman 
Murray  states  in  a  request  for  funds  to 
“investigate”  utility  companies  and  to 
adjust  capitalization,  adopt  sliding  scales 


and  limit  returns.  He  stated,  also,  “The 
Department  of  Public  Utilities  has  been 
to  the  courts  hut  once  in  25  years.  It 
would  he  a  healthy  thing  if  the  com¬ 
panies  took  rate  matters  to  the  courts. 
My  ambition  is  to  set  a  five-cent  top  rate 
for  the  household  user.” 

The  Ways  and  Means  Committee  did 
not  advance  the  funds  requested. 


H.  L.  Cruehn,  Consolidated  Gas,  Electric  Light  &  Power  of  Baltimore; 
W.  H.  Bogart,  New  York  Edison;  H.  P.  Taylor,  Wisconsin  Public  Service 
Corporation  and  W.  J.  Parish,  Cleveland  Electric  Illuminating  Company 
at  St.  Louis  Convention  of  the  E.E.I. 
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World  Power  Conference  To  Call 
Leading  Technical  Economists 

Conference  to  Stress  Economic  Rather  than  Technical  Phases  of  Power 
—  Outstanding  American  Authorities  to  Lead  Conference  Discussions. 


The  third  World  Power  Conference — 
the  first  to  be  held  in  the  United  States 
and  the  first  to  stress  the  economic  rather 
than  the  technical  problems  of  power 
will  bring  together  in  Washington,  D.  C., 
this  September,  the  cream  of  the 
world’s  technical  and  economic  pow'er 
authorities. 

Organized  in  1924,  the  World  Power 
Conference  had  its  origin  in  the  broad 
humanitarian  endeavor  to  aid  in  the  so¬ 
lution  of  technical,  economic  and  social 
problems  involved  in  the  conservation 
and  use  of  natural  resources,  in  the  ex¬ 
change  of  resource  products  and  in  the 
development  of  energy  for  national  use 
through  the  cooperation  of  scientists,  in¬ 
dustrialists  and  representatives  of  gov¬ 
ernment  of  all  countries  without  regard 
to  national  politics  or  international 
boundaries. 

To  that  end  the  United  States  has 
drawn  from  its  store  of  leaders,  out¬ 
standing  utility  executives,  engineers, 
economists.  Government  power  experts 
and  administrators  to  present  its  con¬ 
tribution  to  the  Conference  discussions. 
Papers  will  be  presented  by  such  men  as 
Floyd  L,  Carlisle,  chairman  of  the  board 
of  the  Consolidated  Edison  Company  of 
New  York;  John  E.  Zimmerman  and 
Hudson  W'.  Reed,  respectively  president 
and  vice-president  of  the  United  Gas 
Improvement  Company;  Norman  R.  Gib¬ 
son,  vice-president  of  the  Niagara-Hud- 
son  Power  Corporation;  E.  F.  Scatter- 
good.  chief  of  the  Bureau  of  Power  and 
Fight  of  the  city  of  Los  Angeles;  both 
Arthur  E.  Morgan  and  Harcourt  H. 
Morgan  of  the  T.V.A.;  George  N.  Tidd. 
president  of  the  American  Gas  and  Elec¬ 
tric  Company;  Stuart  Chase,  author- 
economist;  George  Soule,  editor  of  the 
Aeic  Republic;  J.  D.  Ross  of  the  Securi¬ 
ties  and  Exchange  Commission;  H.  H. 
Bennett,  chief  of  the  Soil  Conservation 
Commission;  and  Basil  Manly,  vice- 
chairman  of  the  Federal  Power  Com- 
missi»>n. 

To  supplement  the  program  of  the 
World  Power  Conference,  which  is  given 
elsewhere  on  this  page,  “technical  study 
tours”  w'ill  be  conducted  both  before  and 
after  the  Conference  in  accordance  with 
the  preferences  of  delegates.  Each  tour 
will  be  from  six  to  ten  days  in  duration 
and  will  include  one  day  for  round  table 
discussion.  Tour  No.  1,  which  will  cover 
general  sources  of  power,  will  start  on 
Aug.  31 ;  No.  2,  on  dams,  hydro-electric 
stations  and  hydraulic  practice,  will  start 


Aug.  27;  No.  3,  dealing  with  steam 
power  generation,  commences  Aug.  27 ; 
while  tour  No.  4,  dealing  largely  with 
railways,  will  start  Aug.  28.  All  post 
conference  tours  are  duplicates  of  the 
above  tours  and  they  will  start  on  Sep¬ 
tember  14  or  15  from  New  York. 

The  Second  International  Congress  on 


Large  Dams  will  run  concurrently  with 
the  World  Power  Conference  and  will 
also  be  held  in  W  ashington  in  the  audi¬ 
toriums  of  the  government  buildings.  Its 
program  is  to  be  strictly  technical  in 
nature.  Formal  papers  will  be  presented 
which  are  devoted  in  particular  to  ^tudy 
of  special  cements,  especially  those 
suitable  for  the  construction  of  large 
dams;  design  and  waterproofing  of 
shrinkage,  contraction  and  expansion 
joints;  the  facing  of  masonry  and  con¬ 
crete  dams;  also  the  geotechnical 
studies  of  foundation  materials  and  cal¬ 
culation  of  stability  of  earth  dams.  Dis¬ 
cussion  of  these  topics  will  have  a  defi¬ 
nite  place  in  the  schedule  of  the  techni¬ 
cal  study  tours.  * 


Program  for  World  Power  Conference 

September  7-12 


MONDAY  MORNING 

Registration 

MONDAY  EVENING 

Joint  Opening  Session  of  World  Power 
Conference  and  Congress  on  Large  Dams. 

TUESDAY  MORNING 

“Production  and  Distribution  of  Coal  and 
Coal  Products,”  Isador  Lubin  and  National 
Coal  Association. 

“Production  and  Distribution  of  Petroleum 
and  Its  Products,”  Myron  S.  Watkins,  New 
York  University;  E.  L.  de  Golyer,  Felmont 
Corporation;  Noel  Robinson,  Tidewater  Oil 
Company;  R.  E.  Hardwicke,  Fort  Worth, 
Texas;  and  J.  E.  Pogue,  Consulting  Engi- 


TUESDAY  AFTERNOON 

“Tren«ls  in  the  Ihilization  of  Power  Re¬ 
sources,”  Dr.  Harlow  S.  Person.  Consulting 
Economist  and  Dr.  Vannevar  Bush,  Dean  of 
Engineering,  M.I.T. 

WEDNESDAY  MORNING 

“Production  and  Distribution  of  Gas.”  Jud- 
son  C.  Dickerman,  Federal  Trade  Commis¬ 
sion;  .American  Gas  Association. 

“Organization  of  Private  Electric  and  Gas 
Utilities,”  James  Fogarty,  President,  North 
American  Company;  R.  E.  Healy,  Securities 
and  Exchange  Commission. 

W  EDNESDAY  AFTERNOON 

“Collection.  Compilation  and  Publication  of 
Statistics  with  Reference  to  International 
Use,”  Dr.  E.  Dana  Durand,  U.  S.  Tariff 
Commission. 

“Public  Regulation  of  Electric  and  Gas  Util¬ 
ities,”  J.  E.  Zimmerman,  United  Gas  Im¬ 
provement  Company;  James  C.  Bonbright, 
New  York  Power  Authority;  and  William 
E.  Mosher,  Syracuse  University. 

THURSDAY  MORNING 

“Organization  of  Publically-Owned  Utilities,” 


E.  F.  Scattergood,  Bureau  of  Power  &  Light, 
City  of  Los  .Angeles. 

“Conservation  of  Coal  Resources.”  U.  S. 
Bureau  of  Mines. 

“Conservation  of  Natural  Gas,”  U.  S.  Depart¬ 
ment  of  Mines. 

THURSDAY  AFTERNOON 

“Planning  for  the  Conservation  of  Natural 
Resources,”  W.  S.  Finlay,  Jr.,  President, 
West  Penn.  Electric  Company;  Stuart  Chase, 
Economist. 

FRIDAY  MORNING 

“Planned  Utilization  of  W^ater  Resources.’’ 
Harrison  G.  Roby,  Byllesby  Engineering  & 
.Management  Corporation;  Arthur  Morgan. 
Chairman,  T.V.A. 

“Regional  Integration  of  Electric  &  Gas  Util¬ 
ity  Facilities,”  George  N.  Tidd,  President 
.American  Gas  &  Electric  Company:  Basil 
Manly,  Vice-Chairman,  Federal  Power  Com- 


FRIDAY  AFTERNOON 

“Ihilization  of  Small  Water  Powers,”  Dr. 
H.  H.  Bennett,  Chief,  Soil  Conservation 
Service,  U.  S.  Department  of  Agriculture. 

“Rationalization  of  Distribution  of  Electric 
Energy  and  Gas,”  Norman  R.  Gibson. 
Niagara  Hudson  Power  Corporation;  J.  D. 
Ross,  Securities  &  Exchange  Commission. 

“Rural  Electrification,”  Hudson  W.  Reed. 
United  Gas  Improvement  Company;  and  Dr. 
H.  A.  Morgan,  Director,  T.V.A. 

SATURDAY  MORNING 

“National  Power  and  Resource  Policies." 
Floyd  L.  Carlisle,  Chairman  of  the  Board. 
Niagara  Hudson  Power  Corporation;  and 
George  Soule,  New  Republic. 

SATURDAY  AFTERNOON 

Closing  Meeting  of  the  World  Power 
Conference  and  Congress  on  Large  Dams. 
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A.I.E.E.  Will  Meet  at  Pasadena 

Inspection  trips  to  Boulder — Diversified  technical  program — Special 
train  from  East — New  officers  installed — Local  inspection  trips 


Standard  Gas  Claims 

The  Federal  Court  in  Wilmington, 
Del.,  has  set  September  1  as  the  date  by 
which  claims  against  the  Standard  Gas 
Si  Electric  Company  in  the  latter’s  bank¬ 
ruptcy  action  must  be  filed.  The  com¬ 
pany  applied  for  a  reorganization  be¬ 
cause  of  inability  to  pay  $24,649,000  of 
6  per  cent  notes  when  they  matured  on 
October  1  last. 

R.E.A.  Announces 
More  Loan  Contracts 

Execution  of  three  loan  contracts  total¬ 
ing  $321,000  makes  funds  available  for 
building  rural  electric  distribution  lines 
to  serve  over  1,100  farms  in  North  Caro¬ 
lina.  Iowa,  and  Oklahoma,  Administra¬ 
tor  Morris  L.  Cooke,  of  Rural  Electrifi¬ 
cation.  announced  last  week. 

The  W’ilson  County  Electric  Member¬ 
ship  Corporation,  Wilson,  N.  C.,  bor¬ 
rowed  $161,000  to  construct  129  miles  of 
lines  for  a  countywide  project  in  Wilson 
County.  Power  will  be  furnished  at 
wholesale  by  the  municipal  plant  at  Wil¬ 
son  which  will  also  maintain  the  lines. 
.\t  the  present  time  658  families  have 
joined  the  cooperative,  which  was  de¬ 
veloped  under  the  State  R.E.A.  act. 

The  Adams  County  Cooperative  Elec¬ 
tric  Company,  Corning,  Iowa,  contracted 
for  $120,000  to  build  110  miles  of  rural 
lines  to  serve  about  355  farms  in  Adams 
County.  Current  will  be  purchased  from 
the  municipal  plant  at  Corning. 

The  Earl  W.  Baker  Utilities  Company, 
Bethany,  Okla.,  has  signed  a  second  loan 
contract  for  $40,000.  The  lines  which 
were  financed  by  a  former  contract  for 
$30,000  are  rapidly  nearing  completion, 
and  the  new  loan  will  ptermit  construc¬ 
tion  of  51  miles  of  additional  lines. 

Another  step  looking  to  the  gigantic 
rural  electrification  program  for  west 
Tennessee  was  taken  last  week  with  the 
filing  of  the  charter  of  the  West  Tennes¬ 
see  Electric  Membership  Corporation  in 
the  office  of  the  Madison  County  register. 
The  charter  states  that  the  corporation  is 
to  have  poles  and  lines  and  other  equip¬ 
ment  in  seven  counties:  Madison.  Gib¬ 
son,  Chester,  Crockett,  Obion,  Haywood 
and  Dyer.  The  membership  fee  shall  not 
he  more  than  $10.  The  proposed  rural 
electrification  lines  will  be  linked  up 
with  the  sub-station  of  the  T.V.A.  to  be 
erected  in  Jackson.  The  West  Tennessee 
Electric  Membership  Corporation  is  a 
eombination  of  the  Gibson  and  Madison 
county  units  previously  organized. 

The  Scott  County  (Iowa)  Rural  Elec¬ 
tric  Co-Operative  bas  made  arrange- 
’•'ents  with  R.E.A.  for  a  20-year  loan  of 
1260,000  to  construct  265  miles  of  power 
line.  Power  is  to  be  purchased  from  the 
Muscatine  Municipal  Light  Company. 


Members  of  the  American  Institute  of 
Electrical  Engineers  will  open  their  sum¬ 
mer  convention  on  June  22  at  the  Hunt¬ 
ington  Hotel  in  Pasadena. 

The  locale  offers  members  an  oppor¬ 
tunity  for  seeing  many  of  the  unusual 
electrical,  engineering  and  construction 
developments  now  under  way  in  the  west, 
and  the  program  seems  to  have  been 
arranged  to  keep  members  abreast  of 
professional  developments  over  a  broad 
range  of  subjects. 

Program  events  include  the  annual 
business  meeting  and  nine  technical  ses¬ 
sions  to  be  held  during  the  mornings. 
Afternoons  the  conference  of  officers, 
delegates,  and  members,  two  student 
technical  sessions,  and  technical  con¬ 


ferences  will  be  held  in  addition  to 
sports  and  other  recreation. 

For  scenic  or  engineering  interest  dele¬ 
gates  may  visit  a  dozen  outstanding  local 
spots  offering  such  variety  as  latest  type 
substations,  California  Tech,  observa¬ 
tories,  planetaria,  steam  plants  with 
modern  100.000  kw.  units,  broadcasting 
studios,  experimental  telephone  ex¬ 
changes,  dispatchers’  offices,  water  works, 
libraries,  art  galleries,  missions,  mu¬ 
seums,  etc. 

Pre-convention  and  post-convention 
trips  are  already  arranged  for  delegates 
who  wish  to  visit  for  example.  Boulder 
Dam,  the  San  Francisco  bridges.  Grand 
Coulee  and  Bonneville.  Special  trains 
are  being  arranged. 


F.  J.  Ingram,  Metropolitan  Edison;  G.  G.  Bailey,  Public  Service  of 
Northern  Illinois  and  D.  C.  Wilkins  also  Public  Service  at  St.  Louis. 


R.  C.  Rockefeller,  Public  Service  of  Indiana;  G.  E.  Cullinan,  vice-presi¬ 
dent  of  Graybar  and  R.  A.  Riley  of  Graybar’s  Dallas  office  at  St.  Louis. 
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City  and  Company 
Sales  Co-operation 

A  series  of  eight  advertisements  is 
being  used  by  the  City  of  Cartersville 
and  the  Georgia  Power  Company  in  an 
effort  to  make  the  citizens  of  that  com¬ 
munity  more  “electric  power  conscious” 
and  increase  the  use  of  electric  appli¬ 
ances  and  power. 

Cartersville  is  one  of  the  cities  in 
Georgia  serviced  by  the  Georgia  Power 
Company  through  the  sale  of  power  at 
wholesale  to  the  municipality  and  dis¬ 
tribution  by  the  city  to  its  citizens,  and 
the  advertisements  illustrate  the  practi¬ 
cal  manner  in  which  the  company  is 
encouraging  the  use  of  more  electricity 
in  such  municipalities. 

Naturally,  the  city  as  well  as  the  power 
company  is  interested  in  selling  more 
|)ower  through  the  use  of  more  electric 
appliances,  for  the  more  power  it  sells 
the  greater  will  be  the  income  from  that 
jK>wer.  As  for  the  Georgia  Power  Com¬ 
pany  it.  of  course,  is  interested  in  ex¬ 
panding  and  “levelling  off”  its  load  to 
municipalities  throughout  its  territory. 
Both  are  thus  benefitted. 

Dealers  in  electric  appliances  are  co¬ 
operating  in  the  campaign  with  indi¬ 
vidual  advertising  and  special  displays 
and  sales  events,  and  already  good  results 
are  being  <»btained.  Part  of  the  expense 
of  the  advertising  is  borne  by  the  city 
and  part  by  the  power  company. 

• 

Order  Amended 
Restraining  Texas  Projects 

Pending  the  outcome  of  the  suit  of  the 
Texas  Power  &  Light  Company  and  other 
private  utility  companies  of  Texas  for  in¬ 
junction  to  restrain  the  expenditure  of 
Government  funds  for  construction  of 
dams  and  hydro-electric  plants  on  the 
Colorado  and  Brazos  Rivers  in  that  state, 
continuation  of  work  on  these  projects 
will  be  permitted,  under  agreement  be¬ 
tween  the  plaintiff  companies  and  the 
Colorado  River  Authority  and  the  Brazos 
River  Conservation  and  Reclamation 
District.  The  temporary  restraining 
order  already  granted  will  be  amended 
in  these  respects. 

• 

Cheat  River  Hearing  Oflf 

In  view  of  the  fact  that  the  President 
on  May  5  approved  an  act  authorizing  a 
preliminary  flood-control  survey  of  the 
Cheat  River  in  West  Virginia,  the  Fed¬ 
eral  Power  Commission  has  postponed 
indefinitely  a  hearing  previously  sched¬ 
uled  for  June  15  on  the  license  appli¬ 


cation  of  the  West  Virginia  Power  Trans¬ 
mission  Company  for  permission  to  con¬ 
struct  an  extensive  hydro-electric  devel¬ 
opment. 


Michigan  Utility 
to  Expand  Plant 

Within  a  month  the  Consumers  Power 
Company  will  start  work  on  the  installa¬ 
tion  of  a  21,000-kw.  turbo-generator  at 
its  steam  plant  near  Battle  Creek,  Mich. 
The  new  unit  will  give  the  plant  a  ca¬ 
pacity  of  51,000  kw.  A  steam  boiler, 
which  will  be  the  largest  on  this  com¬ 
pany’s  system,  is  to  be  installed  to  meet 
the  new  steam  requirements. 

Condensing  water,  50,000  gal.  per  day, 
will  be  pumped  from  the  Kalamazoo 
River,  niile  away.  Capacity  of  the 
present  plant  has  been  limited  by  lack 
of  cooling  water,  it  was  stated. 

Construction  was  planned,  according 
to  company  officials,  in  anticipation  of 
increases  in  business  and  “to  keep  pace 
with  the  rapid  development  made  in  the 
art  of  generating  electricity  by  steam.” 


International  Union  of  Produeers  and 
IliHtrlbatorH  of  Electric  Energy — 
Sixth  congress,  Scheveningen,  Holland, 
June  10-20. 

.American  Institute  of  Electrical  Engi¬ 
neers — Summer  convention.  Hunting- 
ton  Hotel,  Pasadena,  Calif.,  June 

22- 26.  H.  H.  Henline,  national  secre¬ 
tary,  33  West  39th  Street,  New  York. 

Society  for  the  Promotion  of  Engineer¬ 
ing  Education — Annual  meeting.  Uni¬ 
versity  of  Wisconsin,  Madison,  June 

23- 26.  Dr.  F.  L.  Bishop,  University 
of  Pittsburgh,  Pittsburgh,  Pa. 

Canadian  Electrical  Asaociatlon  —  An¬ 
nual  convention,  Murray  Bay,  Quebec, 
June  24-26.  B.  C.  Fairchild,  secretary. 
Power  Building,  Montreal,  Que. 

.American  Society  fur  Testing  Materials 
— Annual  meeting,  Ghalfonte-Haddon 
Hall,  Atlantic  City,  June  29-July  3. 
R.  E.  Hess,  assistant  secretary,  260 
South  Broad  St.,  Philadelphia,  Pa. 

Illuminating  Engineering  Society — An¬ 
nual  convention,  Statler  Hotel,  Buffalo, 
N.  Y.,  August  31 -September  3.  A.  D. 
Cameron,  general  secretary,  29  West 
39th  Street,  New  York. 

Third  M’orld  Power  Conference — Wash¬ 
ington,  D.  C.,  September  7-12.  Joel 
Wolfsohn,  executive  secretary.  In¬ 
terior  Building,  Washington,  D.  C. 

International  Association  of  Electrical 
Inspectors  —  Eastern  section.  Hotel 
New  Yorker,  New  York,  September 
8-10,  Northwestern  section,  Olympian 
Hotel,  Olympia,  Wash.,  September 
14-16. 

.Association  of  Iron  and  Steel  Electrical 
Engineers  —  Annual  convention,  De¬ 
troit,  Mich.,  September  22-25.  Brent 
Wilev,  managing  director.  Empire* 
Building,  Pittsburgh,  Pa. 


Illinois  Committee 
Reports  to  Governor 

State  electrification  committee  an¬ 
nounces  substantial  extensions  planned 
—  12  per  cent  of  farms  now  have  ele^ 
tricity  —  Applications  for  1,063  'nile$ 
approved  in  1936. 

The  Illinois  State  Rural  Electrifii  ation 
Committee,  appointed  by  Governor  Henr\ 
Horner  last  February,  has  reported  to 
the  Governor  that  though  only  12  per 
cent  of  the  farms  of  the  state  had  elec¬ 
tricity  at  the  beginning  of  1936,  indica¬ 
tions  point  to  the  extension  of  lines  to 
another  12  per  cent  during  the  next  two 
or  three  years,  and  about  20  per  cent 
more  in  the  succeeding  five-to-ten-year 
period.  This  would  mean  that  approxi¬ 
mately  half  of  the  farms  of  Illinois  would 
be  served  with  energy  by  about  1946. 

Service  extended  without  cost 

The  plan  of  the  committee  is  to  bring 
farmers  and  existing  private  utility  com¬ 
panies  together  to  reach  a  basic  financial 
agreement.  The  majority  of  the  farmer? 
who  are  interested  at  all,  and  most  of 
the  utilities  concerned,  are  agreeable 
to  a  plan  whereby  the  utility  will  extend 
service  to  the  farmer’s  door  without  cost 
to  him.  the  farmer  to  assure  the  com¬ 
pany  of  buying  enough  energy  to  cost 
an  average  of  five  dollars  a  month.  How¬ 
ever,  the  Central  Illinois  Public  Service 
Company,  whose  territory  would  logi¬ 
cally  serve  about  one-fourth  of  the  state, 
would  require  the  farmer  to  pay  the 
cost  of  the  line  and  turn  it  over  to  the 
company. 

Illinois  commission  represented 

The  Illinois  Commerce  Commission, 
which  would  have  authority  to  hear  evi¬ 
dence  and  take  action  in  such  matters, 
is  represented  on  the  committee  by  Harry 
A.  Barr. 

The  companies  are  being  asked  to 
reach  an  agreement  on  what  rural  terri¬ 
tory  would  naturally  fall  to  them,  and 
each  company  will  be  given  precedence 
in  extending  lines  in  its  region. 

Where  the  plan  fails  to  carry  electric 
service  to  the  farm  from  the  private  com¬ 
pany,  the  state  committee  will  aid  farmers 
interested,  in  forming  cooperatives  to 
build  lines  with  money  borrowed  from 
the  Federal  Rural  Electrification  .Vdmin- 
istration. 

The  committee’s  report  to  the  governor 
showed  that  while  only  88  miles  of  rural 
electric  lines  were  built  in  the  state  dur¬ 
ing  1935,  serving  242  farms,  applications 
for  1,063  miles  have  been  approved  by 
the  commerce  commission  so  far  in  1936- 
with  400  miles  more  awaiting  considera¬ 
tion.  These  1,063  miles  of  line  will 
some  5,000  farms. 
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Electrical  energy  production  in  cen¬ 
tral  electric  light  and  power  plants  con¬ 
tinues  high  above  the  level  of  other 
years.  For  the  week  ended  June  6  it 
amounted  to  1,945,018,000  kw.-hr.,  ac¬ 
cording  to  the  Edison  Electric  Institute. 
This  is  12.8  per  cent  more  than  in  the 
like  week  a  year  ago  and  15  per  cent 
above  1929.  At  this  time  in  1935  new 
seasonal  records  were  being  attained 
and  comparisons  with  that  year  will 
from  now  on  indicate  the  gains,  week  by 
week,  over  the  corresponding  previous 
maximum. 


While  the  latest  week’s  production  is 
unusual  in  that  it  surpassed  that  of  any 
week  from  the  middle  of  February  to 
the  beginning  of  May,  the  rate  of  in¬ 
crease  over  1935  shows  a  moderate  re¬ 

Per  Cent  Change  from  Previous  Year 


cession  compared  with  the  preceding 
six  weeks.  The  jump  to  18  per  cent  at 
the  end  of  May  is  explained  by  the  holi¬ 
day’s  falling  on  a  Saturday,  and  there¬ 
fore  having  less  than  the  usual  effect. 
Regional  gains  ranged  from  4.6  to  18.9 
per  cent. 


Week  ended- 

-  - - - - - - ^ 

New  En^nd . 

Middle  Atlantic. . . 

June  6 
-1-12.7 
4-  8.1 

May  30 
4-18.7 
4-13.4 

May  23 
4-12.8 
4-12.1 

Weekly  Output, 
1936 

Millions  of  Kw.-Hr. 
1935  1934 

Central  Industrial. 

-1-16.  3 

4-21.7 

4-17.3 

June  6 

..1,945 

June 

8 

..1,724 

June  9. 

..1,655 

West  Central . 

-f  14.9 

4-18.3 

4-14.9 

May  30 

. .  1,922 

June 

1 

. .  1,629 

June  2 

,.1,576 

Southern  States. . . 

4-15.5 

4-20.4 
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N.  Y.  Electrical  Society 
Elects  Officers 

The  development  of  some  of  the  newer 
plastic  materials  and  a  discussion  trac¬ 
ing  synthetic  resins  to  their  original 
sources  of  raw  materials  were  the  sub¬ 
jects  discussed  and  demonstrated  at  the 
annual  meeting  of  the  New  York  Elec¬ 
trical  Society  in  the  Engineering  Societies 
Auditorium  on  June  9.  The  speakers 
were  H.  B.  McClure  and  Morse  G.  Dial 
of  Carbide  &  Carbon  Chemical  Corp. 

The  following  officers  were  elected: 
president,  E.  B.  Meyer,  Public  Service 


Electric  &  Gas  Company;  first  vice-presi¬ 
dent,  Arthur  H.  Kehoe,  New  York  Edi¬ 
son  Company;  second  vice-president,  C, 
Horn.  National  Broadcasting  Com¬ 
pany  and  Treasurer,  George  F.  Fowler, 
Bell  Telephone  Laboratories. 

• 

Steinmetz  Museum 

Governor  Lehman  has  approved  the 
Miller  bill  providing  for  the  taking  title 
by  the  state  to  the  home  and  effects  of 
the  late  Charles  P.  Steinmetz,  in  Schenec¬ 
tady  and  the  maintenance  thereof  by  the 
state  as  a  public  museum  of  science. 


Gorgas  Plant  Put 
Into  Operation 

Power  companies  are  beginning  to  feel 
the  effects  of  the  severe  drought  in  the 
south  in  diminished  water  power  at  hy¬ 
dro-electric  developments.  The  Alabama 
Power  Company  threw  its  Gorgas  Steam 
Plant  No.  2  on  the  Warrior  River  into 
operation  June  7  for  the  first  time  in 
many  months.  It  will  likely  operate  for 
several  months  and  the  No.  1  plant  will 
be  opened  if  the  drought  continues.  Other 
power  companies  are  taking  steps  to  meet 
the  emergency  created  by  low  water. 
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“Tke  Dndust 


Storing  new  type  street  lighting  luminaires  at  the  General 
Electric  River  Works  at  Lynn.  Mass.,  where  the  globe  is 
spun  on  the  unit. 


Metal-clad  switchgear  for  Wheeler  Dam  on  the  Tennessee 
River.  Manufactured  hy  Delta-Star  Electric  Company,  this 
ten-unit  vertical  lift  switchgear  is  for  station  auxiliaries. 
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Los  Angeles  Bureau  of  Power  &  Light 
gantry  crane  installed  for  handling 
Boulder  Dam  station  transformers. 


•Mary  s  cabin  passengers  dine  in  this  sumptuous 
restaurant  surrounded  by  the  latest  examples  of 
I’s  interior  lighting  developments. 


Belmont,  Mass.,  residents  drive  along  Concord  Avenue 
under  the  newest  type  of  modern  street-lighting.  Fifty-two 
mercury-vapor-tungsten  lamps  by  General  Electric  Company. 
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Crompton  had  always  been  30  years 
ahead  of  his  time  in  matters  related  to 
road  transport  as  well  as  to  electricity, 
and  many  of  the  suggestions  which  he 
put  forward  30  years  ago  are  now  being 
put  into  operation  by  transport  author¬ 
ities  in  many  countries. 


reluctance,  Ovington  E.  Weller,  chairman 
of  the  Commission,  paid  the  highest  trib¬ 
ute  to  Mr.  Smith  and  his  ability.  During 
his  career  with  the  Commission  Mr. 
Smith  handled  the  auditing  and  account¬ 
ing  features  of  all  the  cases  coming  be¬ 
fore  the  commission,  many  of  them  being 
lengthy  hearings  on  electric  rates. 


Hejda  Succeeds  Schweitzer 
as  Testing  Engineer 

C.  J.  Hejda,  recently  made  chief  test¬ 
ing  engineer  of  the  Commonwealth  Edi¬ 
son  Company,  entered  the  employ  of  the 
company  in  1903  as  a  draftsman.  He 
transferred  to  the  substation  department 
the  following  year  and  to  the  testing  de¬ 
partment  in  1906.  Mr.  Hejda  was  one  of 
the  first  starting  engineers  in  the  depart¬ 
ment  and  he  was  appointed  senior  testing 
engineer  with  supervision  over  all  test¬ 
ing  engineering  work  in  1924.  Mr. 
Hejda’s  promotion  resulted  from  the  re¬ 
tirements  of  Edmund  0.  Schweitzer  and 
J.  O.  Bliss,  chief  and  assistant  chief  test¬ 
ing  engineer  respectively,  on  May  31. 
Mr.  Schweitzer  started  in  the  inspection 
department  in  1898.  He  obtained  a  one- 
year  leave  of  absence  in  1902  to  attend 
the  University  of  Gottingen  in  Germany 
for  special  study  of  the  then  new  steam 
turbine  and  upon  his  return  to  the  com¬ 
pany  was  assigned  to  the  testing  depart¬ 
ment.  He  was  appointed  chief  testing 
engineer  in  1909.  Mr.  Schweitzer,  who 
is  nationally  known  in  the  field  of  testing 
engineering,  is  the  inventor  of  the  liquid- 
filled  high  voltage  fuse.  Starting  as  a 
meter  engineer  in  1895,  Mr.  Bliss  became 
assistant  chief  testing  engineer  in  1918. 
Mr.  Bliss  developed  the  differential  bal¬ 
anced  relay  system  for  underground  line 
protection. 


►  F.  M.  Adams  has  been  appointed  deal¬ 
ers’  relations  supervisor  by  the  British 
Columbia  Electric  Railway  Company, 
Vancouver,  according  to  an  announce¬ 
ment  by  W.  C.  Mainwaring,  merchandis¬ 
ing  manager  of  that  utility.  Mr.  Adams 
is  well-known  in  the  electrical  industry 
throughout  Canada,  and  announcement 
of  his  appointment  coincides  with  the 
introduction  of  a  vigorous  program  of 
dealer  co-operation  by  the  B.C.  Electric 
Railway  Company.  In  his  new  position, 
Mr.  Adams  will  be  responsible  for  giv¬ 
ing  the  maximum  amount  of  co-opera¬ 
tion  through  regular  dealer  channels  to 
the  furthering  of  electrical  appliance 
sales. 


►  H.  C.  Blackwell,  president  of  the 
Cincinnati  Gas  &  Electric  Company,  was 
elected  last  week  a  director  of  the  Co¬ 
lumbia  Gas  &  Electric  Corporation.  The 
Cincinnati  utility  is  a  subsidiary  of  Co¬ 
lumbia  Gas. 


Fred  B.  Lewis 

who  was  recently  elected  president  of 
the  Pacific  Coast  Electrical  Association 
for  the  year  1936-37.  Mr.  Lewis  is  vice- 
president  and  general  manager  of  the 
Southern  California  Edison  Company. 
He  has  been  associated  with  the  Los 
Angeles  utility  since  1905. 


►  F.  O.  Dolson,  vice-president  and  gen¬ 
eral  manager  of  the  Southern  Sierras 
Power  Company,  Riverside,  Calif.,  is 
leaving  for  an  extended  vacation  in 
northern  Europe. 


►  George  Bakewell,  Jr.,  has  resigned 
as  executive  manager  of  the  Electrical 
League  of  Colorado  to  join  the  Edison 
General  Electric  Appliance  Company. 
Mr.  Bakewell  has  been  identified  with 
the  League  since  1924.  At  that  time  he 
became  field  representative  and  two 
years  later  was  appointed  executive 
manager. 


►  Edward  B.  Meyer,  president  of  the 
American  Institute  of  Electrical  Engi¬ 
neers.  was  awarded  the  diploma  of  honor 
of  Pratt  Institute,  Brooklyn,  N.  Y.,  at 
the  commencement  exercises  held  last 
week.  Mr.  Meyer,  who  is  widely  known 
in  the  field  of  electric  transmission  and 
distribution,  is  vice-president  of  United 
Engineers  &  Constructors,  Inc.,  New- 
►  CoL.  R.  E.  Crompton,  F.R.S.,  the  ark,  N.  J. 

“grand  old  man”  of  the  British  electrical 

engineering  industry,  who  has  just  ceic-  ►  A.  W.  Hunter  was  elected  president 

brated  his  91st  birthday,  spoke  at  tnc  of  the  Vancouver  Electrical  Association 

annual  dinner  of  the  Association  of  Old  at  the  annual  meeting  held  recently. 

Cromptonians  in  London  recently.  He 

was  greeted  by  over  100  of  his  old  ►  Charles  W.  Smith,  for  seven  years 

pioneering  colleagues  in  the  electrical  chief  auditor  of  the  Maryland  Public 

engineering  industry.  He  is  still  a  di-  Service  Commission,  has  resigned  from 

rector  of  Crompton.  Parkinson,  Ltd.,  the  that  position,  effective  June  30,  to  become 

firm  which  he  founded  58  years  ago.  chief  of  the  Bureau  of  Finance  and  Ac- 

Sir  Charles  Bressey,  London  Highway  counts  of  the  Federal  Power  Commis- 

Development  Engineer,  said  that  Colonel  sion.  In  accepting  the  resignation  with 


E.E.I.  VISITORS 


H.  B.  Gear  and  W.  F.  Sims, 
Commonwealth  Edison 
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I’resident  Curtis  E.  Calder  (left) 
of  the  South  American  Power  Cor¬ 
poration  (Electric  Bond  &  Share 
Company)  arrives  in  Santiago, 
Chile,  by  Pan  American-Grace  Air¬ 
ways,  accompanied  by  William  S. 
Robertson,  president  of  the  Chilean 
Electricity  Company,  in  days 

from  New  York,  against  17  by 
steamer. 


►  Charlotte  Ferris  has  been  appointed 
director  of  appliance  home  economics 
according  to  an  announcement  made  by 
Harold  B.  Donley,  manager  of  appliance 
department,  merchandising  division  of 
the  Westinghouse  Electric  &  Manufac¬ 
turing  Company.  Miss  Ferris  joins  the 
estinghouse  staff  following  a  connec¬ 
tion  with  the  Union  Gas  &  Electric  Com¬ 
pany  of  Cincinnati  where  she  was  a  spe¬ 
cialist  in  consultant  work,  testing  recipes, 
home  service  calls,  demonstrations,  and 
sufiervising  general  home  economics 
work. 


►C.  A.  Kelley  of  the  Southern  Sierras 
Power  Company,  Riverside,  Calif.,  was 
clfcted  president  of  the  National  Asso¬ 
ciation  of  Purchasing  Agents  at  the 
oriianization’s  recent  convention  in  New 
Orleans. 

►Samuel  Ferguson,  chairman  of  the 
hoard  of  directors  of  the  Hartford  Elec¬ 
tric  Light  Company,  was  made  the  re¬ 
cipient  of  the  honorary  degree  of  doctor 
of  engineering  by  Rensselaer  Polytech¬ 
nic  Institute,  Troy,  N.  Y.,  at  the  com- 
mt  ncement  exercises  held  today. 


Reese  Mills,  manager  of  the  range  and 
water  heater  department  of  the  Westing- 
house  Electric  &  Manufacturing  Com¬ 
pany.  Mr.  Clark,  with  managerial  re¬ 
sponsibilities  for  the  kitchen  planning 
section,  will  continue  to  promote  the 
sale  and  distribution  of  the  all-electric 
kitchen,  and  in  addition,  will  assume  ad¬ 
ditional  research  and  laboratory  work 
on  the  various  ramifications  of  kitchen 
planning. 

►  Q.  C.  Shores,  purchasing  agent  for  the 
Arkansas  Power  &  Light  Company  for 
the  past  13  years,  has  been  promoted  and 
is  now  assistant  to  Harvey  C.  Couch, 
president.  Mr.  Shores  has  been  with  the 
company  since  1920. 


►  W.  L.  Moreland,  motor  truck  manu-  Dan  Karn,  Consumers  Power,  looks 
facturer  of  Los  Angeles,  Calif.,  has  been  over  E.E.I.  meeting, 

appointed  by  Mayor  Frank  Shaw  to  mem¬ 
bership  on  the  city  Board  of  Water  and  ►  Claude  L.  Draper  has  been  re- 

Power  Commissioners.  Mr.  Moreland  appointed  by  President  Roosevelt  to  the 

will  fill  the  vacancy  created  by  the  recent  Federal  Power  Commission  for  a  term 
resignation  of  W.  H.  Hay.  expiring  June  22.  1941. 


F.  W.  Bliss  Heads  New  England  Engineers 


Electrical  men  have  always  played 
the  co-operative  game  in  helping  to 
unify  engineering  society  activities  cen¬ 
tering  at  Boston,  and  at  the  recent  an¬ 
nual  meeting  of  the  Engineering  Societies 
of  New  England  another  of  their  number 
was  chosen  to  take  the  wheel  during  the 
coming  season.  Frederick  W.  Bliss, 
manager  of  the  promotion  department, 
(General  Electric  Company,  Boston,  is  the 
newly  elected  president,  sitting  at  the 
left  of  George  A.  Montague,  retiring 
chairman. 

“Fred”  Bliss’s  recent  work  for  pro¬ 
gressive  development  among  the  con¬ 


stituent  organizations  centering  at  Tre- 
mont  Temple.  Boston,  has  won  him  wide 
commendation  among  technical  men  at 
the  Hub.  The  others  in  the  picture 
are,  standing  left  to  right:  Harold  C. 
Hamilton  head  of  the  Boston  Edison 
laboratory;  Leon  F.  Jackson,  treasurer; 
Holcombe  J.  Brown,  second  vice-presi¬ 
dent;  Joseph  Peterson,  secretary;  and 
Chester  A.  Corney,  past  chairman,  and 
assistant  superintendent  of  the  electrical 
engineering  department,  Boston  Edison 
Company.  Harold  K.  Barrows,  promi¬ 
nent  Boston  engineer,  was  elected  first 
vice-president. 


►Irving  W.  Clark  has  been  appointed 
manager  of  the  kitchen  planning  section 
according  to  an  announcement  made  by 
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New  York  Group 
Aids  Appliance  Sale 


to  be  finished  in  time  for  the  1937  manu¬ 
facturing  season. 

The  company  on  June  4  resumed  divi¬ 
dends  on  its  common  stock  after  a  lapse 
of  four  years.  Directors  voted  a  quar¬ 
terly  dividend  of  25  cents  on  common, 
payable  June  30  to  stockholders  of  record 
June  15  to  place  it  on  an  annual  basis 
of  $1.  The  last  previous  payment  was 
12^  cents  quarterly  on  May  16,  1932. 


Air-Conditioning 
Standards  Adopted 

One  of  the  outstanding  features  of  the 
recent  annual  meeting  of  the  Air-Condi¬ 
tioning  Manufacturers’  Association  held 
at  Hot  Springs,  Va.,  was  the  presentation 
of  an  air-conditioning  applications  code 
for  the  use  of  the  association’s  members 
pending  the  drafting  of  a  national  code 
under  the  sponsorship  of  the  technical 
societies  interested  in  the  air-condition¬ 
ing  field.  The  applications  standards 
code  submitted  by  the  technical  and  code 
committee  through  its  chairman,  Donald 
French,  was  approved  by  the  association 
and  will  be  released  for  publication 
within  the  next  few  weeks. 

A  review  of  the  standardization  pro¬ 
gram  undertaken  by  the  association  dur¬ 
ing  the  past  year  showed  that  substan¬ 
tial  progress  had  l)een  made.  Various 
recommendations  of  the  standards  com¬ 
mittee  were  presented  to  the  meeting  and 
a  number  of  standards  approved.  Officers 
elected  were:  J.  F.  G.  Miller,  B.  F. 
Sturtevant  Company,  president;  J.  A. 
Harlan,  Kelvinator  Corporation,  and  P. 
A.  McKittrick,  Parks-Cramer  Company, 
treasurer. 


A  comprehensive  plan  to  aid  stores 
and  dealers  in  selling  major  electrical 
appliances,  developed  cooperatively  by 
the  Electrical  Association  of  New  York. 
Inc.,  with  the  support  of  The  New  York 
Edison  Company,  Inc.,  the  Brooklyn 
Edison  Company,  Inc.,  the  New  York  and 
Queens  Electric  Light  &  Power  Company, 
the  Bronx  Gas  &  Electric  Company,  lead¬ 
ing  electrical  distributors  and  the  Na¬ 
tional  City  Bank  of  New  York  has  been 
announced  by  the  Electrical  Association, 
its  sponsor. 

The  special  features  of  the  plan  are: 
Minimum  monthly  payments  $3.00  or  ap¬ 
proximately  10  cents  a  day;  maximum 
term  3  years,  and  down  payment  5  per 
cent  but  not  less  than  $5.00  per  contract. 
The  financing  cost  to  borrowers  is  less 
than  the  FHA  charges  and  varies  with 
the  length  of  the  contract. 

The  electrical  appliances  eligible  for 
inclusion  under  the  plan  comprise  stand¬ 
ard  makes  of  electric  refrigerators,  elec¬ 
tric  ranges,  electric  water  heaters,  elec¬ 
tric  water  coolers,  electric  laundry  driers, 
electric  kitchens,  electric  washing  ma¬ 
chines,  electric  dish  washers  and  electric 
ironing  machines  which  have  been  ap¬ 
proved  by  the  utility  companies. 


Machinery  Sales  Increase 

Sales  of  electrical  machinery,  appara¬ 
tus  and  supplies  in  April  exceeded  those 
of  March  by  12.2  per  cent  and  of  April, 
1935,  by  6.8  per  cent,  it  is  announced  by 
the  Department  of  Commerce.  The  com¬ 
parison  is  based  on  the  reports  of  22 
companies  having  sales  in  April  amount¬ 
ing  to  $19,809,000.  Collections  during 
the  month  amounted  to  84.0  per  cent  of 
the  value  of  accounts  receivable  at  the 
beginning  of  the  month,  compared  with 
80.0  per  cent  in  March  and  81.0  per  cent 
a  year  ago. 

Reports  by  65  wholesalers,  with  sales 
of  $5,862,000  in  April,  show  an  increase 
of  2,7  per  cent  over  March  and  19.1  per 
cent  over  April,  1935.  Collections  were 
87.9  per  cent,  compared  with  90.0  per 
cent  in  March  and  84.0  per  cent  a  year 
ago. 


British  Company  Enters 
Canadian  Market 

Announcement  has  been  made  that 
'Crompton  Parkinson,  Ltd.,  British  elec¬ 
trical  manufacturer,  has  completed  an 
agreement  whereby  a  new  electric  lamp 
factory  will  be  erected  in  Canada  for  the 
manufacture  of  Crompton  bulbs,  and  that 
in  association  with  established  Canadian 
interests  Crompton  lamps  will  be  mar¬ 
keted  throughout  the  Dominion. 


Alii  s-Chaliner  s 
to  Expand  Plant 

Plans  are  being  developed  for  a  $1,- 
000,000  enlargement  of  the  Allis-Chal- 
mers  Manufacturing  Company’s  tractor 
plant  at  Springfield.  Ill.  William  E. 
Yunkers,  manager,  said  that  work  on  the 
expansion  would  be  started  soon  and 
would  enable  the  plant  to  double  its 
output.  The  plant  employs  600. 

Mr.  Yunkers  said  the  building  program 
was  scheduled  to  begin  in  August  and 


Mercer  and  Butts  Look  It  Over 

estinghouse  and  Square  D  join  forces  in  the  development  of  a  tiny  low  cost  multi¬ 
breaker  load  center  soon  to  be  announced  as  a  substitute  for  switch  and  fuse  com- 
hinations  and  conventional  individual  circuit  breakers.  Square  D’s  Vice-President 
Mercer  (seated)  and  Westinghouse’s  Sales  Manager  Butts  are  inspecting  their 
engineers’  latest  design  of  a  multi-breaker  load  center  which  when  marketed  may  sell 
for  as  low  as  a  dollar  a  circuit. 
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Hevi-Duty  Acquires 
Alloy  Patents 

Patents  covering  Smith  Alloy  No.  10, 
a  heat-resisting  alloy  developed  by  A.  O. 
Smith  Corporation.  Milwaukee,  for  use 
in  electric  furnace  resistor  elements,  have 
recently  been  acquired  by  the  Hevi-Duty 
Electric  Company,  also  of  Milwaukee. 

This  alloy  of  iron-chromium-aluminum 
contains  37.5  per  cent  chromium  and 
7.5  per  cent  aluminum  and  is  capable 
of  extended  operation  at  temperatures 
between  2.300  and  2,400  deg.  F. 

In  discussing  the  importance  of  this 
alloy  development  at  the  annual  conven¬ 
tion  of  the  A.S.M.  in  October,  1935,  Har¬ 
old  E.  Koch,  vice-president  of  the  Hevi- 
Duty  Electric  Company,  said  that  the 
development  of  this  new  alloy  will  “un¬ 
doubtedly  have  a  far-reaching  effect  not 
only  on  the  electric  furnace  business 
but  on  process  work  above  2,000  deg. 
F.  in  many  industries.  Most  laboratory 
furnaces  have  been  limited  in  operation 
to  temperatures  of  2,000  deg.  F.,  and 
there  has  been  little  equipment  available 
to  lend  itself  to  process  investigation 
above  that  range.  Use  of  Alloy  No.  10 
in  laboratory  furnaces  is  a  direct  step 
toward  a  remedy  of  this  situation.” 


Kearney  Corporation  Makes 
.4(lf1ition  to  Plant 

Announcement  has  been  made  by  the 
James  R.  Kearney  Corporation  of  a  two- 
Mory  and  basement.  65  by  127  ft.  rein¬ 
forced  concrete  and  brick  addition  to  its 
plant  in  St.  Louis,  Mo.  James  R.  Kearney, 
president  of  the  corporation,  stated  that 
the  $150,000  addition  will  enable  the 
company  to  handle  five  times  the  volume 
of  business  it  transacted  in  1929. 

The  two-story  addition  will  contain 
manufacturing  and  assembling  equip¬ 
ment  on  the  first  floor  while  laboratories 
and  quarters  for  a  staff  of  35  designing 
engineers  is  to  be  placed  on  the  second 
floor. 


Five  Steps  to  Profits 

Copies  of  “5  Steps  to  Bigger  Profits,” 
the  commercial  sales  brochure  described 
in  Electrical  World,  May  23.  1936  page 
135  and  prepared  by  Daniel  Starch  and 
Maff  for  the  Associated  Gas  &  Electric 


New  York  Metal  Prices 

June  3,  1936  June  10.  1936 


Copper  eleetroivtic . 

,\in.  8.  &  R.  price. 

Cent*  per 
Pound 

Centa  per 
Pound 

9.50* 

9.50* 

4.60 

4.60 

Antimnnv . 

12.25 

12.125 

Jliekel  ingot . 

35.00 

35.00 

Jjnc  spot . 

5.275 

4.90 

Tin  Btraita . 

44.00 

42.125 

99  pof  cent . .  19 — 21 

•Dfliverad  Connecticut  Valley. 

19—21 

System,  are  available  for  use  by  electric 
companies  outside  the  Associated  Sys¬ 
tem,  it  is  announced. 

Presenting  the  various  popular  com¬ 
mercial  electric  applications  as  definite 
builders  of  utility  revenue,  the  booklet 
is  greatly  enhanced  by  photographs  con¬ 
tributed  by  W'estinghouse  Electric  & 
Manufacturing  Company,  Frigidaire  Cor¬ 
poration  (Air-Conditioning  Division), 
General  Electric  Company,  Rex  Cole, 
Inc.,  and  Maxon,  Inc. 

Utility  Participates 
in  Air-Conditioning  Plan 

The  Air  Conditioning  Bureau  of  St. 


Louis  in  cimperation  with  the  Union 
Electric  Light  &  Power  Company  is 
carrying  on  an  extensive  advertising  pro¬ 
gram  to  educate  the  general  public  to 
the  advantages  of  modern  air-condition¬ 
ing  systems  in  the  home,  office,  fac¬ 
tory,  etc. 

A  number  of  local  companies  that 
specialize  in  air-conditioning  equipment 
and  installations  are  running  individual 
advertisements  in  conjunction  with  the 
general  campaign.  It  is  anticipated  that 
this  summer  will  see  a  record  number 
of  air-conditioning  installations  in  this 
vicinity.  A  number  of  new  homes  are 
to  have  built-in  systems,  while  there  is 
also  considerable  activity  in  moderniza¬ 
tion  of  old  residences. 


Field  Reports  on  Business 

Reports  to  Electrical  World  from  the  field  indicate  that  business  has 
once  more  demonstrated  its  disinclination  to  conform  to  the  seasonal  pat¬ 
tern  which  would  dictate  recession.  The  steel  industry  has  perked  up  again, 
building  contracts  continue  a  most  favorable  index,  and  the  decline  in  auto¬ 
mobile  production  is  the  inevitable  dip  to  prepare  for  new  models.  Politics 
creates  only  a  conversational  stir. 


NEW  ENGLAND 

Electrical  power  equipment  sales  con¬ 
tinued  briskly  during  the  past  week.  Small 
motor  orders,  according  to  a  representative 
of  a  nationally  known  manufacturer,  are 
carrying  over  into  June  with  the  same  vigor 
as  noted  for  May  which  set  a  high  mark 
for  power  apparatus  sales  for  any  month 
during  the  past  five  years.  Machine  manu¬ 
facturers  are  buying  fractional  horsepower 
motors;  during  the  past  week  group  orders 
totaling  250  such  units  were  received  by  a 
manufacturer  in  this  district.  Motor  orders 
from  textile  companies  are  steady;  small 
switch  and  control  equipment  sales  are  in 
good  volume.  Inquiries  for  heavy  electrical 
machinery  are  reported  to  involve  several 
interesting  and  extensive  power  machinery 
changes. 

Institutional  electric  baking  is  attracting 
interest ;  equipment  for  electric  spot  weld¬ 
ing  of  15-  and  40-ampere  units  is  being 
bought  for  use  in  production  operations 
involving  small  wire  and  thin  plate  joints. 
Air-conditioning  equipment  is  active. 

Merchandising  continues  at  a  steady  pace; 
range  sales  show  a  marked  increase  in  this 
district  and  promise  to  gain  in  popularity 
throughout  this  district,  according  to  a  prom¬ 
inent  distributor.  Contractors’  supplies  are 
moving  in  good  volume;  a  prominent  job¬ 
ber  records  urgent  demands  for  wiring 
devices,  “BX”  cable,  and  small  switches. 

CHICAGO 

Seasonal  adjustments  in  several  industries 
last  week  failed  to  disturb  the  undertone  of 
business  in  general.  Indications  are  that 
the  summer  season  will  be  much  better  than 
anticipated  and  well  above  the  levels  of  a 
year  ago. 

The  demand  for  electrical  equipment  re¬ 
mains  steady.  One  large  manufacturer  of 
appliances  reports  a  57  per  cent  increase 
for  the  first  five  months  of  1936.  Electrical 
wholesalers  in  Chicago  report  sales  up  33 
per  cent  over  the  previous  month  and  25 
per  cent  increase  over  1935  for  the  year  to 
date.  Bids  are  being  received  for  fifty 
4.200-k.v.a.  transformers.  Other  orders  re¬ 
ported  include  pumps  and  starting  equip¬ 


ment;  1,300  street  lighting  fixture  brackets; 
14,000  ft.  of  insulated  wire  and  a  num¬ 
ber  of  small'h.p.  motors. 

NEW  YORK 

Politics,  domestic  and  foreign,  seem  to  be 
exerting  little  effect  on  business.  Major 
lines  are  going  along  serenely  with  the 
second  quarter  sure  to  produce  the  best 
results,  in  general,  since  1930. 

.Manufacturers  of  electrical  equipment  can¬ 
not  but  draw  satisfaction  from  consistent 
increases  in  building  in  the  New  York  metro¬ 
politan  area  while  the  picture  is  fortified  by 
the  .May  report  which  shows  more  individual 
projects  started  than  during  any  other 
month  in  the  twelve  years  that  the  state 
has  kept  records.  Other  business  indexes 
tell  the  same  story — steel  operations  are 
back  up  to  70  per  cent  of  capacity;  electric 
energy  output  has  risen  over  the  holiday 
week  which  ended  .May  30,  stands  more 
than  12  per  cent  above  a  year  ago,  and 
has  rounded  out  52  consecutive  weeks  in 
each  of  which  the  best  mark  ever  recorded 
for  the  period  was  set;  department  store 
and  chain  sales  show  sharp  advances  over 
a  year  ago,  and  car  loadings  in  the  first 
week  of  June  probably  were  the  best  for 
the  year  to  date.  Stocks  and  bond  prices 
have  been  improving  to  bolster  confidence. 

PACIFIC  COAST 

Contrary  to  expectations  business  con¬ 
tinues  good  and  the  volume  of  building 
permits  shows  an  average  increase  of  25 
per  cent  for  May  over  April.  Appliances, 
machinery,  line  material  and  wiring  supplies 
each  in  its  own  field  are  all  moving  sur¬ 
prisingly  well,  considering  the  paucity  of  large 
orders. 

Appliance  people  are  eagerly  awaiting  dis¬ 
tribution  of  veterans’  bonuses.  .411  electrical 
homes  are  on  increase.  Exceptionally  heavy 
summer  resort  travel  is  already  evident  and 
power  companies  and  contractors  in  such 
districts  report  recent  educational  efforts  are 
veering  toward  actual  orders.  Schools  still 
predominate  in  building  reports  with  Bay 
and  lower  San  Joaquin  areas  in  the  fore¬ 
ground. 
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Refunding  Planned 
by  Two  Companies 


Probate  Court  at  Dedham,  Mass.  Dis¬ 
missal  was  demanded  by  Attorney 
Robert  Dodge  for  the  respondents  after 
John  J.  Powers  of  Braintree,  the  pe¬ 
titioner,  testified  that  three  shares  of 
New  England  Gas  &  Electric  Association 
stock  he  owns  were  given  to  him,  and 
that  he  never  had  read  the  bill  in  equity 
that  bore  his  name.  Judge  McCoole  ob¬ 
served  that  Powers  was  “not  a  fit  per¬ 
son”  to  bring  the  action. 


Wisconsin  Public  Service  Corporal  ion 
has  made  an  offering  of  first  mortgage 
bonds  to  the  amount  of  $25,000,000,  the 
price  being  99^/^  per  cent  and  accrued 
interest.  This  financing  is  the  final  step 
in  the  corporation’s  plan  to  consolidate 
certain  properties  in  Wisconsin,  simplify 
the  corporate  structure  and  reduce  inter¬ 
est  charges.  Net  proceeds  from  the  sale, 
with  other  funds  of  the  corporation,  will 
be  used  to  retire  between  July  1  and  De¬ 
cember  1  all  the  company’s  debt,  tlius 
making  the  $25,000,000  issue  its  only 
funded  debt. 

Last  week  public  offering  by  means  of 
a  prospectus  was  made  of  100,000  shares 
of  cumulative  4^  per  cent  preferred 
stock  of  the  Dayton  Power  &  Light  Com¬ 
pany.  The  shares  were  offered  at 
$102.50  and  interest.  Net  proceeds  from 
the  sale  will  be  applied  toward  redemp¬ 
tion  July  1  of  all  the  then  outstanding 
6  per  cent  preferred  stock  at  $110. 

Registration  statement  has  been  filed 
by  the  Niagara  Falls  Power  Company 
with  the  S.E.C.  covering  the  issuance 
of  $32,493,000  of  first  and  refunding 
mortgage  bonds,  3^/4  per  cent  series, 
due  March  1,  1%6,  the  proceeds  from 
the  sale  of  which  would  be  used  to  re¬ 
imburse  the  company  for  funds  used  in 
the  redemption  of  a  similar  amount  of 
outstanding  obligations. 

Broad  River  Power  Company  of 
Columbia,  S.  C.,  has  filed  an  application 
for  the  issuance  of  $10,000,000  of  first 
mortgage  bonds  to  be  used  in  the  re¬ 
demption  or  retirement  of  outstanding 
bonds. 

Consolidated  Gas,  Electric  Liglit  & 
Power  Company  of  Baltimore  has  ap¬ 
plied  to  the  Public  Service  Commission 
of  Maryland  for  authorization  to  issue 
$4,852,800  additional  par  value  of  series 
A  5  per  cent  preferred  stock  to  cover 
expenditures  previously  made. 

S.E.C.  has  issued  an  order  exempting 
Narragansett  Electric  Company  from  fil¬ 
ing  a  declaration  under  the  utility  act 
for  $34,000,000  of  3-year  notes  to  he 
issued  under  a  bank  agreement. 


The  tide  of  refunding  continues  as 
Potomac  Electric  Power  Company  filed 
registration  statements  with  S.  E.  C.  for 
$15,000,000  3J  per  cent  first  mortgage 
bonds,  due  1966,  and  Western  Massa¬ 
chusetts  Companies  for  $11,000,000  3J 
per  cent  coupon  notes,  due  1946. 

Of  unusual  interest  at  this  time  is  the 
Potomac  company’s  intention  to  use  ap¬ 
proximately  half  of  the  proceeds  from  its 
$15,000,000  issue  for  additions  and  im¬ 
provements  of  plants  and  properties  and 
for  general  corporate  purposes. 

The  balance  will  be  used  to  pay  at 
maturity  July  1,  $3,922,000  of  5  per  cent 
consolidated  mortgage  bonds,  and  to  pay 
on  redemption  on  or  before  October  1, 
$3,264,900  of  six  per  cent  general  and 
refunding  mortgage  gold  bonds. 

Western  Massachusetts  will  use  $8,500- 
000  to  pay  4  per  cent  n»)tes  called  for 
redemption  on  July  6.  and  the  balance 
for  capital  st*x:k  purchases  from  three 
subsidiary  companies. 


To  Vote  Upon 
Connecticut  Mergers 

A  special  meeting  of  the  stockholders 
of  the  Connecticut  Power  Company  has 
been  called  for  June  23  for  the  purpose 
of  considering  and  voting  upon:  (1)  an 
agreement  of  merger  between  Connecti¬ 
cut  Power  and  Stamlord  Gas  &  Electric 
Company,  providing  for  the  merger  of 
the  Stamford  utility  into  Connecticut 
Power;  (2)  merger  of  the  Manchester 
Electric,  Union  Electric  Light  &  Power 
Company,  Thomaston  Electric  Light  and 
the  Bolton  Electric  Company  into  Con¬ 
necticut  Power;  (3)  the  action  of  direc¬ 
tors  and  officers  in  acquiring  all  the  out¬ 
standing  stock  of  Thomaston  Electric 
Light  for  $95,000  and  (4)  the  acquisi¬ 
tion  of  all  the  stock  of  Bolton  Electric. 

It  was  announced  this  week  that  Isaac 
Wolfe,  State  referee,  has  decided  that 
the  Connecticut  Power  Company  must 
pay  $280  instead  of  $200  a  share  for  ap¬ 
proximately  600  shares  of  stock  of  the 
Stamford  Gas  &  Electric  Company  be¬ 
fore  the  merger  approved  last  week  by 
the  Public  Utilities  Commission  can  be¬ 
come  final.  The  valuation  was  set  by 
Mr.  Wolfe  on  evidence  presented  to  him 
as  arbitrator  at  a  hearing  held  in  New 
Haven  on  May  21.  The  company  will 
abide  by  the  decision. 


Ansociated  Loses  Appeal 

The  United  States  Circuit  Court  of  Ap¬ 
peals,  for  the  second  time,  has  upheld 
Federal  Judge  Julian  W.  .Mack  in  his 
refusal  to  dismiss  a  tentative  petition 
filed  against  the  Associated  Gas  &  Elec¬ 
tric  Company  in  1935  for  reorganization 
of  the  company  under  Section  77b  of  the 
Federal  Bankruptcy  Act. 


New  England  Gas  Suit 
Dismissed  by  Court 

A  bill  in  equity  asking  that  Howard 
C.  Hopson  and  13  others  be  removed  as 
officers  of  New  England  Gas  &  Electric 
Association  for  alleged  mismanagement, 
was  dismissed  by  Judge  McCoole  in  the 


Utility  Stocks  Gain  Ground 


Electric  light  and  power  stocks 
maintained  their  upward  swing 
during  the  past  week.  Electrical 
World  index,  36.0,  the  highest 
point  since  mid-April;  last  week 
index  stood  at  33.6. 


Louisville  Utility 
Wins  Tax  Suit 

Suit  of  M.  J.  Brennan,  State  revenue 
agent,  to  collect  $1,500,000  back  taxes 
from  the  Louisville  Gas  &  Electric  (.oni- 
pany,  alleged  to  have  been  evaded 
through  fraudulent  assessment  reports  to 
the  Kentucky  Tax  Commission,  has  been 
dismissed.  The  ruling  affirms  the  action 
of  County  Judge  Ewing,  from  which  an 
appeal  was  taken  to  the  Circuit  Court. 
Dealing  with  the  contention  of  fraud. 
Judge  Farnsley’s  opinion  absolves  local 
officers  of  criticism. 
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Variable  M|>eed  Motor 


Spled-Trol  Motors — A  scheme  involving 
use  of  a  V-belt  running  in  rigid,  alloy-iron 
V-pulleys,  the  diameters  of  which  can  be 
simultaneously  changed,  is  used  to  obtain 
speed  changes  in  the  new  Speed-Trol  motor 
of  the  Sterling  Motors,  Inc.,  Los  Angeles, 
Cal.  Infinite  speed  variations  from  2:1  to 
6:1  is  attained  in  units  varying  from  i 
to  15  hp.  Units  can  be  furnished  with  or 
without  motors  or  with  a.c.  or  d.c.  motors 
such  as,  open,  enclosed,  fan-cooled,  pipe 
ventilated,  explosion-proof  two,  three  or 
four  speed.  Flexible  shaft,  rod,  chain,  elec¬ 
tric  and  various  handwheel  and  lever  con¬ 
trols  are  available  including  forms  of  auto¬ 
matic  and  differential  control. 

Mercury  Lamp — A  high-pressure  mercury 
vapor  lamp,  capable  of  producing  three  times 
as  much  light  for  the  current  consumed  as 
incandescent  lamps  of  similar  wattage,  is 
now  made  commercially  by  the  General 
Electric  Vapor  Lamps  Company,  Holvoken, 
N.  J.  The  new  lamp,  which  is  rated  as 
I  85  watts,  contains  no  filament.  Light  is  pro- 

j  duced  by  a  tiny  column  of  mercury  vapor, 

j  less  than  an  inch  long,  raised  to  very  high 

I  brilliance  within  a  sealed  quartz  tube. 

1  Restricted  area  and  high  unit  brightness  of 

the  light  source  opens  up  possibilities  for 
use  in  projection  lamp  apparatus  and  other 
^uipment  where  light  is  to  be  focused  or 
its  distribution  accurately  controlled. 

Electronic  Arc  Suppressors  —  A  low- 
voltage  condenser  is  combined  with  newly 
developed  surge  protector  tubes  to  form  the 
new  arc  suppressors  now  made  by  the  Sundt 
Engineering  Company,  affiliate  of  Littlefuse 
Laboratories,  Chicago.  The  surge  protec- 
lots,  a  new  development  in  themselves, 
operate  on  the  principle  that  no  current 
8nws  in  a  gaseous  discharge  tube  until  volt¬ 
age  applied  is  sufficient  to  ionize  the  gas; 
•t  then  Decomes  a  good  conductor.  Tubes 
•heraselves  are  rated  for  use  on  125,  250- 
and  50()  volt  highly  inductive  d.c.  circuits, 
when  surge  potentials,  for  example  on  open¬ 
ing  a  switch,  rise  above  normal,  the  tube 
ionizes  and  shunts  out  the  surge.  In  the 
j  suppressors  illustrated,  surge  protector 


tubes  are  combined  with  a  condenser.  It 
is  recognized  that  capacity  is  usually  help¬ 
ful  in  arc  suppression  and  by  using  the 
gaseous  discharge  tube  in  parallel  with  the 
coil  a  lower  voltage  rating  condenser  is 
possible  with  resulting  economies. 

Demonstration  Tube — Electrons  are  made 
“visible”  in  a  new  tube  developed  by  engi¬ 
neers  of  the  Westinghouse  Lamp  Company, 
Bloomfield,  N.  J.,  to  simplify  the  study  of 
electronic  phenomena.  A  fluorescent  coating 
on  the  plate  “illustrates”  electron  bombard¬ 
ment  for  demonstration  purposes.  Electrons 
striking  this  coating  are  transformed  into  vis¬ 
ible  bands  of  radiations  whose  widths  depend 
directly  upon  electron  beam  intensity.  Con¬ 
stant  high  negative  grid  voltage  will  reduce 
the  bands  to  fine  lines,  while  constant  posi¬ 
tive  grid  voltage  will  cause  the  bands  to 
cover  the  plate  completely.  In  the  illus¬ 
tration  the  magnet  held  near  the  tube  is 
seen  to  distort  the  pattern  of  the  flowing 
electrons. 


Electric  Drill — A  light-weight,  compact, 
electric  drill  designed  for  the  needs  of  elec¬ 
tricians,  mechanics,  carpenters  and  installers 
of  oil  burners  and  air-conditioning  and 
other  equipment  has  been  added  to  the  line 
of  electric  tools  made  by  the  Stanley  Rule 
&  Level  Company,  New  Britain.  Conn. 
Measuring  12^  in.  in  length  and  weighing 
about  five  pounds,  it  has  a  capacity  of  1 
in.  in  steel.  \  universal  type  motor  oper¬ 
ating  on  either  d.c.  or  a.c.  at  a  load  speed 
of  1,500  r.p.m.  is  used. 

• 

TECHNICAL  BULLETINS 

Portable  Cable — Complete  data  and  list¬ 
ings  of  all  types  of  tellurium  all-ribber, 
Clyptal  compound,  and  braided  types  of 
portable  cable  for  mining,  welding,  and 
transit  equipment,  electric  shovels  and 
dredges  and  similar  apparatus,  is  given  in 
bulletin  GEA-1918  A  of  the  General  Electric 
Company,  Schenectady,  N.  Y. 

Automatic  Feeder  Regulator  —  Engi¬ 
neering  information  on  type  AFR  Automatic 
feeder  voltage  regulator  of  the  Allis  Chalm¬ 
ers  Mfg.  Company,  Milwaukee,  Wis.,  is 
given  in  a  31-page  technical  bulletin  No. 
1170-A.  Amply  illustrated  the  publication 
covers;  operation,  tap-changer  construction, 
control  and  compensator  design,  contact 
construction,  and  general  design  features. 

INSTRUMENTS--Instruments  are  discussed 
from  the  executive  viewpoint  in  a  new  23- 
page  bulletin,  which  clearly  and  logically 
advances  the  economic  reasons  for  modern 
recording  instruments  and  controllers,  as 
a  means  to  maintaining  volume  production. 
Copies  are  available  from  the  Brown  Instru¬ 
ment  Company,  Wayne  and  Roberts  Ave.. 
Philadelphia,  Pa. 

Objective  Type  Rates — Inception  and 
present  status  of  objective  type  electric  rates 
are  covered  in  publication  NO.  D1  of  the 
Edison  Electric  Institute,  420  Lexington 
Ave.,  New  York  City.  This  report  of  the 
Rate  Research  Committee  lists  all  companies 
known  to  have  this  type  of  rate.  The  list 
covers  30  states.  Actual  rates  of  51  com¬ 
panies  are  reproduced  together  with  com¬ 
mission  opinions  and  general  orders.  Copies 
are  80  cents  to  E.E.I.  members  and  $2.00 
to  non-members. 


Demonstration  Tube 
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Monongahela  Expands 
Rivesville  Plant 

With  the  signing  of  contracts  an¬ 
nouncement  was  made  on  June  5  by  A.  C. 
Spurr,  president  of  the  Monongahela 
W  est  Penn  Public  Service  Company  that 
an  addition  will  be  made  to  the  com¬ 
pany’s  Rivesville  power  station,  costing 
$2,500,000.  The  work  will  be  in  charge 
of  Sanderson  and  Porter.  The  expansion 
will  increase  the  capacity  of  the  plant 
from  40,000  to  65,000  kw.  and  increase 
the  consumption  of  coal  which  was  143,- 
000  tons  last  year,  to  approximately  200,- 
000  tons  a  year. 

The  new  equipment  will  be  a  25,000 
kw,  superimposed  unit  which  will  oper¬ 
ate  at  1,200  pounds  pressure  at  a  steam 
temperature  of  925  degrees  Fahrenheit. 
Two  new  boilers  will  be  installed  which 
will  be  pulverized  fuel  fired  with  a  ca¬ 
pacity  of  315,000  pounds  of  steam  per 
h(mr  normal.  Announcement  of  im¬ 
provements  at  Rivesville  follows  an¬ 
nouncement  by  the  West  Penn  Power 
Company  of  an  addition  of  50,000  kw. 
capacity  at  its  Springdale  power  station 
(Electrical  World,  June  6.  page  101), 
• 

Power  Extended 
in  Rural  Areas 

Announcement  has  been  made  by 
Walter  N.  Ford,  vice-president  and  assist¬ 
ant  general  manager,  that  the  Memphis 
Power  &  Light  Company  has  extended 
service  to  more  than  500  homes  in 
Shelby  County  communities  at  a  cost  of 
approximately  $100,000  in  the  past 
eighteen  months. 

Plans  for  the  construction  of  about  30 
miles  of  lines  in  the  county  during  1936 
at  a  cost  of  about  $30,000,  to  provide 
service  for  90  additional  homes,  were 
announced  by  Mr.  Ford. 

Company  Bears  Expense 

“Practically  in  no  case  has  there  been 
any  part  of  the  cost  paid  by  the  con¬ 
sumers,”  Mr.  Ford  said.  “The  company 
has  borne  the  expense. 

“Extension  of  service  in  1935  and  thus 
far  this  year  has  brought  the  total  num¬ 
ber  of  suburban  and  rural  customers  in 
Shelby  County,  outside  of  Memphis,  to 
about  4.300,”  Mr.  Ford  said.  The  com¬ 
pany  has  400  miles  of  distribution  lines 
in  the  county. 

In  1935  a  total  of  51  miles  of  lines  was 
constructed  and  378  homes  provided  with 
electricity  in  the  various  Shelby  com¬ 
munities.  Since  Jan.  1,  1936,  the  com¬ 
pany  has  built  40  miles  of  lines  to 
service  142  residences,  farms  and  small 
commercial  establishments. 

Approximately  600  farms  in  Shelby 
are  supplied  with  electricity  by  the 
Memphis  company. 


LIMA.  OHIO  —  Ohio  Power  Company, 
Newark,  Ohio,  plans  extensions  and  im¬ 
provements  in  transmission  and  distributing 
lines  in  Lima  district,  including  construc¬ 
tion  of  new  lines  for  rural  electrification  in 
that  territory.  A  new  power  substation  will 
be  built  near  city.  Entire  project  will  cost 
close  to  1300,000. 

VILLISCA,  IOWA  —  Receives  bids  until 
June  24  for  new  city-owned  electric  power 
plant,  including  two  Diesel  engine-generator 
units  and  accessories,  fuel-oil  storage  system, 
switchboard  and  complete  auxiliary  equip¬ 
ment;  also,  for  electrical  distributing  sys¬ 
tem.  Cost  about  $150,000.  Ralph  E.  Sawyer, 
Flynn  Building,  Des  Moines,  Iowa,  is  engi¬ 
neer;  Burns  &  McDonnell  Engineering 
Company,  107  West  Linwood  Boulevard, 
Kansas  City,  Mo.,  is  consulting  engineer. 

VICKSBURG,  MISS.— United  States  Engi¬ 
neer  Office,  Vicksburg,  receives  bids  until 
June  19  for  one  marine-type  steam  engine- 
driven  electric  generating  set  (Circular 
288). 

CHARLESTON,  S.  C.  — West  Virginia 
Pulp  &  Paper  Company,  230  Park  Ave., 
New  York,  N.  Y.,  plans  installation  of  mo¬ 
tors  and  controls,  machine  drives,  conveyors, 
transformers  and  accessories,  electric  hoists, 
electric  pumping  machinery  and  other  equip¬ 
ment  in  new  multi-unit  kraft  pulp  and  paper 
mill  at  Charleston,  where  large  tract  of  land 
is  being  acquired.  Plant  will  have  initial 
capacity  of  about  250  tons  per  day.  Cost 
close  to  $5,000,000. 

LOGAN,  IOWA — Harrison  Rural  Electric 
Co-Operative  Association,  care  of  F.  H.  Sea- 
bury,  Pisgah,  Iowa,  chairman,  plans  trans¬ 
mission  and  distributing  lines  in  Logan  and 
Harrison  Counties  for  rural  electrification, 
totaling  over  250  miles,  with  power  substa¬ 
tion  and  service  facilities.  Cost  about  $275.- 
000.  Financing  will  be  arranged  through 
Federal  aid. 

HUDSON,  N.  Y. — Universal  Atlas  Cement 
Company,  208  South  La  Salle  Street,  Chi¬ 
cago,  Ill.,  plans  extensions  and  moderniza¬ 
tion  in  branch  mill  at  Hudson,  including 
complete  electrification  of  plant,  with  in¬ 
stallation  of  heavy-duty  motors  and  controls, 
electric-driven  conveyors,  machine  drives, 
electric  hoists,  regulators  and  other  equip¬ 
ment  ;  quarry  properties  will  be  similarly 
equipped;  new  Diesel-electric  locomotive 
will  be  purchased  for  haulage  service. 
Entire  project  will  cost  close  to  $400,000. 
Company  is  a  subsidiary  of  United  States 
Steel  Corporation,  New  York,  N.  Y. 

TAZEWELL,  W.  —  Appalachian  Electric 
Power  Company,  Roanoke,  Va.,  plans  trans¬ 
mission  and  distributing  lines  in  part  of 
Tazewell  County  for  rural  electrification, 
totaling  about  50  miles,  including  Clear 
Fork  and  Clinch  Valley  districts,  with 
service  facilities.  Cost  over  $80,000. 

PHILADELPHIA,  PA.  —  Quartermaster 
Depot,  United  States  Army,  Twenty-first  and 
Johnston  Streets,  receives  bids  until  June  17 
for  quantity  of  electrical  supplies,  including 
armored  cable,  rubber-covered  wire,  tele¬ 


phone  wire,  steel  surface  cabinets,  rigid 
conduit,  switches,  lighting  fixtures  and  other 
equipment  (Circular  307) . 

DETROIT,  MICH. — General  Motors  Cor¬ 
poration,  General  Motors  Building,  plans  in¬ 
stallation  of  motors  and  controls,  regulators, 
electric  power  drives,  conveyors  and  other 
equipment  in  new  eleven-story  addition  to 
local  research  laboratory  building.  Cost 
about  $1,0()0,()00. 

PLATTSBURG,  MO. — Has  engaged  E.  T. 
Archer  &  Company,  New  England  Building, 
Kansas  City,  Mo.,  consulting  engineers,  to 
prepare  plans  for  new  city-owned  electric 
power  plant.  Bids  will  be  asked  soon.  Cost 
about  $90,000.  Diesel  engine-generating 
units  are  under  consideration. 

COLUMBUS,  WIS.  —  Columbus  Rural 
Electric  Co-Operative  Association,  Columbus, 
plans  transmission  and  distributing  lines  in 
parts  of  Columbus  County  for  rural  elec¬ 
trification,  totaling  over  250  miles,  with 
service  facilities.  Appropriation  of  about 
$260,000  has  been  secured  through  Federal 
aid  and  work  will  begin  soon. 

WASHINGTON,  D.  C.— Bureau  of  Yards 
and  Docks,  Navy  Department,  Washingtwi, 
receives  bids  until  June  17  for  two  250-foot 
steel  radio  towers  for  Naval  Radio  Station, 
San  Juan,  P.  R.  (Specifications  8211). 

MIDDLETOWN,  OHIO  —  American  Roll¬ 
ing  Mill  Company  plans  installation  of 
motors  and  controls,  conveyors,  electric 
hoists  and  other  equipment  in  new  addition 
to  steel  mill.  Cost  over  $100,000. 

CLYDE,  OHIO — Has  plans  maturing  fw 
extensions  and  improvements  in  municipal 
electric  power  plant,  including  installation 
of  new  steam  turbo-generator  unit  and 
accessories.  Estimates  of  cost  are  l)eing 
made.  W.  C.  Kammerer  &  Associates,  823 
Prospect  Avenue,  Cleveland,  Ohio,  are  con¬ 
sulting  engineers. 

OAK  RIDGE,  MO.  — Missouri  General 
Utilities  Company,  Genevieve,  Mo.,  plans 
transmission  lines  to  Oak  Ridge  and  Poca¬ 
hontas  districts.  Cape  Girardeau  County, 
for  rural  electrification  in  that  area,  where 
franchises  have  been  secured,  with  distrib¬ 
uting  lines  and  service  facilities.  Power  will 
be  furnished  from  company  station  at  Grand 
Tower,  Ill. 

BONHAM,  TEX.— Texas  Power  &  Light 
Company,  Dallas,  Tex.,  plans  new  trans¬ 
mission  and  distributing  lines  for  rural  elec¬ 
trification  in  vicinity  of  Bonham,  totaling 
about  31  miles,  with  power  substation  and 
service  facilities  at  Ivanhoe,  Gober,  Bo^ 
ham  State  Park  and  other  points  to  be 
reached  by  new  lines. 

GENOA,  NEB.— Loup  River  Public  Power 
District,  Columbus,  Neb.,  C.  B.  1  ricke,  presi' 
dent,  receives  bids  until  June  19  for  three 
riveted-plate  steel  penstocks,  20  feet 
eter  and  320  feet  long,  for  hydroelec^ 
power  plant  near  Genoa.  Har/a  Engin 
ing  Company,  20  North  Wacker  Drive, 
cago.  Ill.,  is  consulting  engineer. 
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